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Chapter 1 by Story Wars 

The Fitness Gram Pacer Test is a multistage aerobic capacity test that progressively gets more 
difficult as it continues. 

The 20 meter pacer test will begin in 30 seconds. 

Line up at the start. 

The running speed starts slowly, but gets faster each minute after you hear this signal 
bodeboop. 

Asingle lap should be completed every time you hear this sound. ding Remember to run ina 
straight line and run as long as possible. 

The second time you fail to complete a lap before the sound, your test is over. 

The test will begin on the word start. On your mark. Get ready!... Start. ding 


{did you read it/hear it in your head in the guy's voice?} 


WRITE A DRAFT WITH ANOTHER FITNESS TEST ON IT 
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When he came to, he was no longer in the school's gym, he was in some sort of futuristic prison 


cell. Then, he heard the doors open and in walked a... 


Chapter 3 by Saranya ~ HEROES OF LIMBO (PM me to join!) 


Analien? 


Jimmy scooted back into a corner of the cell, shivering in his ripped, shredded clothes. 


"Welcome to hell!" the alien said, showing off it's large tusks. 
"H-h-hell?" Jimmy stuttered. 
The alien pinched Jimmy's cheeks, smiling. "Yes. Now, we must go to the torture chamber.’ 


"Th-th-the torture chamber?" 
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